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New Helium Liquefier in Low-Temperature 


R es 


An improved type of helium liquefier.’ designed by 
R. B. Scott of the Bureau’s cryogenics laboratory, is 
proving very useful in a program of basic researc h on 
the properties of matter at extremely low te mperatures, 
where many remarkable phenomena occur. An im- 
portant feature of the new liquefier, resulting in greatly 
increased versatility, is a transfer siphon for de livering 
the liquid helium to an external receiver that can be 
easily modified to accommodate the e xperiment at hand. 

The production of temperatures in the region near 
absolute zero is becoming increasingly important in 
many fields of scientific investigation. At the tempera- 
ture of liquid helium, metals such as lead and tin, 
ordinarily poor conductors of electricity. become super- 
conductors with a complete loss of electrical resistance. 
The National Bureau of Standards, with the support of 
the Office of Naval Research, is now making studies 
to seek a more complete explanation of this and other 
low-temperature phenomena. Included in the program 
is an investigation of the extraordinary properties of 
helium II near absolute zero, which seems to constitute 
a fourth state of matter. It is expected that information 
of much basic scientific interest will result from this 
work. 

The unique low boiling point of liquid helium (4.2 
centigrade degrees above absolute zero under atmos- 


‘For further technical details, 
transfer siphon, Russell B. Scott anc 
19, 889 (1948). 
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pheric pressure) makes it indispensable for low-tem- 
perature research, particularly in the region below 4.2 
K. At ordinary temperatures, no pressure, howevet 
great, will liquefy helium, and free expansion through a 
throttle valve causes warming rather than cooling. 
However, if gaseous helium is first cooled to about 20 
K, the expansion produced by continuous flow through 
a throttle valve will result in further cooling. This was 
the method used by H. Kamerlingh Onnes, who first 
liquefied helium in 1908 at the University of Leiden. 
About 16 years ago, F. Simon devised a simple r 
method of liquefying helium, which is utilized in the 
present apparatus. He filled a strong, thermally in- 
sulated container with helium at 150 atmospheres 
pressure. After cooling with solid hydrogen to about 
10° K, the compressed helium was allowed to escape 
through a throttling valve. When the 
reached atmospheric, the container was found to be 
more than half filled with liquid helium. This marked 
cooling effect may be explained in terms of the work 
done by the gas molecules remaining in the container 
as they push out the gas that escapes through the valve. 
The energy to produce this work is supplied from the 
internal energy of the helium, so that, as the expansion 
proceeds, the temperature of the gas left in the chamber 
falls. After the liquefaction temperature is reached, 


pressure had 


further expansion results in the liquefaction of a 
considerable fraction of the remaining gas. 
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The helium liquefier constructed at the National Bu- 
reau of Standards operates on the Simon principle, but 
it differs from the usual type of Simon liquefier in that 
the liquid helium is delivered into an external receiver. 
In most earlier Simon-type instruments, on the other 
hand, the experimental chamber was a permanent part 
of the liquefier itself. and no provision was made for 
withdrawing the liquid helium. The new liquefier de- 
livers about 310 cubic centimeters of liquid in a single 
expansicn, sufficient for some experiments lasting as 
long as 24 hours. 

The heart of the apparatus is a thick-walled monel 
chamber. designed to withstand a pressure of 4,100 
pounds per square inch, within which the helium is 
liquefied. This chamber. together with an outer jacket 
containing pumped liquid hydrogen, is supported i 
an evacuated container by a tube of low conductivity, 
also used for filling and pumping the hydrogen jacket. 
The evacuated container is surrounded by liquid 
hydrogen in a sealed Dewar flask, which in turn is 
immersed in a Dewar of liquid air. 

After all the inner parts of the apparatus have been 
cooled to liquid-air temperature by filling the hydrogen 
Dewar and the liquid- hydrogen compartment with 
liquid air, the liquid air is re moved from them and re- 
placed with hydrogen. Pure helium is then admitted 
slowly to the high-pressure chamber and the pressure 
rise observed. When the pressure in the chamber 
reaches about 80 atmospheres. the hydrogen container 
is refilled and pumping is started to reduce the pressure 
over this hydrogen. As the temperature is thus low- 
ered, the helium pressure is brought to a maximum, 
about 150 atmospheres. When the temperature has 
been lowered to about 10° Kk, the helium is allowed to 
escape from the liquefier by expansion through a throttle 

valve at the end of a transfer siphon. This valve is ad- 


justed so that the pressure falls at a moderate rate, 
reaching atmospheric pressure in 5 to 15 minutes. 
When condensation conditions are reached slightly be- 
low the critical temperature (5.2° K), liquid helium 
forms in the high-pressure chamber and flows over 





" Ss - ~ 
In the Bureau’s study of second sound, thermal pulses 
generated in liquid helium II (Dewar flask, background) 
travel through the helium as second sound and are de- 
tected by a temperature-sensitive element, amplified, and 
placed on the screen of the oscilloscope. 
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through the siphon as the expansion proceeds. After 
the expansion is complete, any liquid remaining in the 
chamber is forced over by the introduction of more 
helium gas. The cold helium gas that is first released 
serves to precool the external receiver, so that very little 
liquid helium is lost during the transfer. 

Temperatures are followed during operation of the 
liquefier by means of a gas thermometer having high 
sensitivity at low temperatures. The thermometer bulb 
is attached within the liquid-hydrogen jacket. The 
cryostat into which the liquid helium is usually trans- 
ferred consists of a soda-glass helium Dewar sur- 
rounded by a Dewar of liquid hydrogen, which in turn 
is protected with liquid air. 

The new helium liquefier promises to aid materially 
in several lines of low-temperature research now being 
pursued at the Bureau. Among these are the study of 
superconductivity and an experimental determination 
of the properties of He 1. 

The phenomenon of superconductivity, characterized 
by the complete disappearance of the electrical resist- 
ance of certain materials at very low temperatures, was 
discovered by H. Kamerlingh Onnes in 1911. Soon 
after this discovery, it was found that resistance re- 
appears when a large electric current is sent through a 
superconductor or when a sufficie ently strong magnetic 
field is applied. In 1918, F. B. Silsbee of the National 
Bureau of Standards postulated* that resistance is 
restored when the magnetic field reaches a critical value, 
regardless of whether the field is applied externally or is 
caused by the current in the conductor. This theory, 
known as the Silsbee hypothesis, has been verified for 
pure metals in numerous experiments: alloys, however, 


2 Note on electrical conduction in metals at low temperatures, Francis B. 
Silsbee. Bul. BS 14, 301 (1918) S307. 
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Left: Helium liquefied in the new liquefier developed at the Bureau is collected for experimental use in a flask sur- 
rounded by liquid air. Right: The new liquefier, partially assembled. Helium gas at about 10° K is allowed to 
escape from the high-pressure liquefaction chamber (bottom) by expansion through a throttle valve at the end of 
the transfer siphon. The resultant cooling in the chamber produces liquid helium, which flows over through the siphon. 


are an interesting exception. Dr. Silsbee also gave an 
analysis, based on electromagnetic theory, which de- 
scribed the resistance in a straight cylindrical super- 
conducting wire as a function of the current as the cur- 
rent is increased up to, and beyond, the critical value. 
It was predicted that there would be no resistance until 
the current reached the critical value; the resistance 
would then rise suddenly to one-half the “normal value” 
(its value just above the superconducting transition 
temperature) ; and, upon further increase of current, 
the resistance would rise gradually to approach the 
normal resistance as the current was increased in- 
definitely. 

As part of a comprehensive research program on 
superconductivity at the National Bureau of Standards, 
an experimental investigation ° was recently made of 
the restoration of the resistance of superconducting 
wires with increase in current. Straight lengths of pure 
indium wires of three different diameters were im- 
mersed in a bath of liquid helium and cooled until they 
became superconducting. Resistance was obtained as 
a function of current for each specimen at several differ- 


The destruction of super vity by current. Russell B. Scott, 


Research NBS 41, 581 (1948) RP1940. 


ent temperatures. It was found that there was a sudden 
rise of resistance when the current reached a critical 
value, followed by a slower rise of resistance as the cur- 
rent was further increased. Moreover, the amount of 
resistance that appeared suddenly was independent of 
the temperature of the specimen, even though the cur- 
rent required to restore this resistance was temperature- 
dependent. To this extent the results described are in 
agreement with the theory. However, the magnitude 
of the sudden rise of resistance was 77 to 85 percent 
of the normal resistance, instead of one-half, as pre- 
dicted. Also, the larger the diameter of the wire, the 
smaller was the fraction of the normal resistance that 
reappeared when the current reached the critical value, 
although the theory shows no dependence on specimen 
diameter. 

This disagreement with theory adds interest to the 
experimental results. Recent theoretical investigations 
on the nature of the intermediate state of superconduc- 
tors have pointed out in a qualitative way some of the 
shortcomings of the earlier theory. but as yet no 
quantitative theoretical treatment has explained the 
experimental results. 

Another phase of superconductivity research at the 
Bureau concerns the behavior of superconductors at 
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microwave frequencies. In experiments using low- 
frequency or direct currents. superconductors show a 
complete loss of resistance below the transition te mpera- 
ture. whereas at optical and infrared frequencies the 
superconducting state does not occur. The microwave 
region remains as a kind of twilight zone: here the 
metals exhibit an intermediate type of behavior, losing 
only a portion of their resistance at low temperatures. 
Results of the present investigation may well contribute 
to a clearer conception of the fundamental nature of the 
phenomenon. 

At 2.19° K, ordinary liquid helium ( He 1) undergoes 
a transition to He 1 with a radical alteration of many 
of its properties. In some ways He 1 acts as though 
it has no viscosity, flowing through virtually vacuum- 
tight openings and up the side of ac ontaining vessel in 
apparent defiance of gravity. At the transition tem- 
perature the thermal conductivity of He 1 increases very 
abruptly to an apparent value for He 11 much greater 
than that of any other substance. This is because heat 
is propagated in He 1 as a kind of wave motion 
analogous to sound and known as “second sound.” 
whereas in other materials heat flow is purely a diffusion 
phenomenon. All of these effects may be explained by 
the presence in He 1 of a superfluid. The atoms of 
the superfluid have had their energies reduced by cool- 
ing to the point where thermal motion has almost ceased, 
yet the intermolecular forces are not great enough to 


produce a rigid solid. Asa result, viscosity practically 
disappears, and other remarkable properties are 
observed. 

Second sound has recently been obtained at the Na- 
tional Bureau of Standards through use of liquid helium 
produced in the new Simon-type liquefier, and a proj- 
ect is now well under way at the Bureau for the study of 

various aspects of second-sound propagation in He u. 
Unlike ordinary sound, second sound is generated ther- 
mally and can be detected only by temperature-sensitive 
devices, rather than by microphone. The present in- 
vestigation employs a recently developed pulse method * 
so that signals that would otherwise be quite difficult to 
detect are presented on an oscilloscope screen for visual 
observation. Pulses of heat : generated electrically 
within liquid He 11 travel through the helium and are 
detected upon arrival at a temperature-sensitive ele- 
ment; meanwhile, their transit time is measured accu- 

rately by electronic timing circuits. Several quan- 
tities, including the velocity and attenuation of second 
sound, result directly from these data. Various types 
of coupling with ordinary sound are also under study 
by this method. Investigation of the properties of 
liquid He 11 provides one of the most promising ap- 
proaches toward a better understanding of the prop- 
erties of matter. The work now in progress at the 

Bureau should eventually lead to a clearer picture of 

the liquid and solid states. 


NBS Interim Computer 


Design and development work supported by the De- 
partment of the Air Force is well under way at the Na- 
tional Bureau of Standards for the construction of a 
small-scale electronic computing machine to be used 
until the several large-scale machines now being built 
become available. The new high-speed machine. to be 
known as the NBS Interim Computer, will perform a 
substantial portion of the computation work of the 
Bureau's laboratories. solving many problems until re- 
cently considered impossible of solution. It will also 
aid in computing-machine development at the Bureau 
and will provide important training and operational ex- 
perience for personnel of those agencies that plan to 
operate the more complex electronic computers when 
their construction is complete. 

The National Bureau of Standards is now engaged 
in an extensive computer program. in cooperation with 
the Office of Naval Research, the Bureau of the Census. 


the Department of the Army. and the Department of the 


Air Force. This program involves the research, design, 
and development work necessary to produce electronic 
machines that will perform, upon instruction, predeter- 
mined sequences of calculation running into the thou- 
sands of operations without the intervention of human 
operators. The result will be the solution in a few 
hours of complex problems in atomic physics, ballistics. 
and aerodynamics that cannot now be solved except by 


simplifying assumptions and thousands of man-days of 


work. The rapidity with which numerical data can be 
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handled, classified, and analyzed will also be cor- 
respondingly increased. 

These new large-scale electronic computing machines 
are being eage arly awaited. However. because of their 
complexity, their construction is a long-range project. 
Meanwhile, by scaling down certain features ‘ofa larger 
machine, such as the high-speed memory, the Bureau 
expects to assemble within a few months a machine 
capable of solving many of the less complicated prob- 
lems that continually arise in scientific work. Such a 
small-scale computer will be quite adequate for routine 
computations similar to those now being performed in 
the Computation Laboratory of the Bureau’s Applied 
Mathematics Division. Moreover, it is expected to in- 
crease present knowledge of maintenance and servicing 
problems related to electronic digital computers and 
will be invaluable in many other ways as a test model 
and research instrument. 

In its essential elements, the new Interim Computer 
will be similar to the EDVAC (Electronic Discrete Vari- 
able Automatic Computer), an electronic digital com- 
puter now under construction for the Army at the Moore 
Schoel of Electrical Engineering. University of Penn- 
sylvania. The NBS machine will have a memory 

capacity of 500 “words”, or series of numbers. in con- 
trast to the 1.000-word memory to be built into the 
EDVAC. Initially the input-and output equipment will 
he punched paper tape instead of magnetic recording 


J. R. Pellam, Phys. Rev. 70, 841 (1948) 
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The performance of miniature tubes and pulse trans- 
formers (foreground), specially designed for use as 
essential elements of the NBS Interim Computer, is 
evaluated in NBS electronics laboratories. A tube and 


transformer under study appear just beneath the oper- 
ator’s hand. 


wire. Although the number of commands the calcula- 
tor can obey is substantially reduced, its computing 
power should be of the same order of magnitude as 
that of the EDVAC. It will accept numbers in binary 
form, which are the equivalent of more than 12 decimal 
digits, together with algebraic sign. The average time 
for addition of two such numbers will be 864 micro- 
seconds; for multiplication, 2,880 microseconds. Op- 
erating at this high speed, the NBS Interim Computer 
will be an extremely powerful computing system. 
capable of solving many of the problems—considered 
insolvable only a few years ago—that are now handled 
by the famous ENIAC (Electronic Digital Numerical 
Integrator and Computer), located at Aberdeen Prov- 
ing Ground. It is hoped that the Interim Computer 
will be assembled and ready for testing by summer. 
Plans are also being made by the Bureau for the 
design and construction of another automatic com- 
puting machine for its West Coast mathematics labora- 
tory, the Institute for Numerical Analysis. Present 
indications are that the high-speed memory for the 





machine will be of the electrostatic type based on the 
standard cathode-ray-tube memory device deve loped at 


Manchester University in England. This project will 
not only provide a more powerful computing facility at 
the Institute for Numerical Analysis. but should also 
furnish an excellent opportunity for the study of the 
parallel type of computer. 


The Atomic Clock 


An Atomic Standard of Frequency and Time 


A basically new. primary standard of frequency and 
time, invariant with age, has been developed at the Na- 
tional Bureau of Standards; an atomic clock based on a 
constant natural frequency associated with the vibra- 
tion of the atoms in the ammonia molecule. Derived 
froma prince iple developed by Dr. Harold Lyons of the 
Bureau’s microwave research laboratory. the new clock 
promises to surpass by one or two orders of magnitude 
the accuracy of the present primary standard, the rotat- 
ing earth. Dr. Lyons was assisted in the design and 
construction of the clock by B. F. Husten. E. D. Heber- 
ling. and other members of his staff. 

This is the first atomic clock ever built and is con- 
trolled by a constant frequency derived from a micro- 
wave absorption line of ammonia gas. providing a time 
constancy of 1 part in 10 million. Theoretical consid- 
erations indicate a potential accuracy of 1 part in a 
billion or even 10 billion, depending on the type of 
atomic system and spectrum line used. 

The present crowding of the radio-frequency spec- 
trum has imposed severe limitations, both nationally 
and internationally, on the expanding use of radio for 
industry and communications. The atomic clock may 
be expected to benefit greatly the communications in- 
dustries and the military services. for it will. in effect. 
provide additional room in the radio-frequency range 
for more communication stations of all types. The 
present “radio space” allows for a drifting of each sta- 
tion’s frequency, so that a broad radio space is required 


if interference with other stations is to be avoided. The 
maximum utilization of available space in the radio 
spectrum depends on the accuracy with which the fre- 
quency of an individual station can be controlled, espe- 
cially at the higher frequencies where quartz crystals 
cannot be used as frequency-controlling elements. 
These frequencies. used by radar, television relays. and 
microwave equipment in general, could be c ontrolled by 
atomic elements. Such control would also make pos- 
sible the permanent establishment of radio channels on 
such an exact basis that tuning could be made as auto- 
matic as the dialing of a telephone number. 

The improvements in frequency and time measure- 
ment offered by the atomic clock are also of fundamental 
importance in many fields of science. An absolute time 
standard will be of special importance in astronomy. 
where present time standards leave much to be desired. 
The atomic clock and the method represent important 
tools of research and development in every technical 
field where precise measurements of time and frequency 
are crucial—for example, in long-range radio naviga- 
tion systems. in the upper range of the microwave region 
where atomic systems can serve as electronic compo- 
nents, and in basic research in microwave spectroscopy 
and molecular structure. 

The present time and frequency standards are based 
on astronomical determinations of the period of rota- 
tion of the earth. However. the earth is very gradually 
slowing down in response to the forces of tidal friction 








in shallow seas. In addition, there are irregular varia- 
tions, some of them rather sudden, in the period of 
rotation, the reasons for which are unknown. These 
two causes are responsible for changes in mean solar 
time and therefore in the frequency of any periodic or 
vibrating systems measured in terms of such time 
standards. 

In recent years, vibrations of atoms in molecules, or 
what are more specifically termed spectrum lines origi- 
nating in transitions between energy levels of these 
atomic systems, have been found in the microwave re- 
gion of the radio spectrum. It has been possible to 
make ve ry prec ise measurements of these lines by radio 
methods using all-electronic equipment of unprece- 
dented sensitivity and resolution. When it became evi- 
dent that such spectrum lines might eventually provide 
new primary frequency standards, scientists at the Bu- 
reau began seeking a means of utilizing one of these 
lines to control an oscillator which in turn could be used 
to drive a clock. Because the resulting equipment. the 
atomic clock, is controlled by the invariable molecular 
system of ammonia gas. it is independent of astronomi- 

cal determinations of time. 


Principles and Operation 


The National Bureau of Standards atomic clock con- 
sists essentially of a crystal oscillator, a frequency multi- 
plier, a frequency discriminator, and a frequency 
divider, all housed in two vertical-type cabinet racks: 
on the top of the cabinet are mounted a special 50-cycle 


clock and a waveguide absorption cell. Ammonia gas 
under a pressure of 10 or 15 microns is maintained in 
this cell, a rectangular 15- by 14-inch copper tube 


wound in a compact 30-foot spiral on the clock. 

The new development uses an absorption frequency 
of ammonia to hold a microwave signal fixed. If the 
microwave signal output of a generator differs in fre- 
quency from the ammonia absorption line. then the 
control circuits generate an “error signal” which brings 
the microwave ‘signal back to the frequency of the 
spectrum line. The oscillator generating the microwave 
signal is thus controlled. and the setting of the clock 
which it drives can be compared with an astronomical 
clock. 

The microwave signal is initiated by a 100-kilocycle 
quartz-crystal ose illator or any other oscillator which. 
for purposes of convenience and accuracy, is designed 
for a high degree of stability. By means of vacuum- 
tube circuits and silicon-c ‘rystal diodes. this fre quency 
is multiplied to provide output signals throughout the 
microwave range. ‘These signals are compared with 
the frequency of a microwave spectrum line, in this 
case of ammonia gas, by suitable control circuits, often 

called frequency dine riminator or “servo” circuits. — If 
the quartz-c rystal oscillator drifts after the microwave 
signal at the upper end of the multiplier chain has been 
exactly tuned to the frequency of the spectrum line. the 
discriminator circuit generates an output signal whic *h, 
through the proper control circuits, can be applied to 
the oscillator at the bottom of the multiplier chain to 
bring it back to the proper frequency. By means of 
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a frequency divider, the 100 kilocycles may be reduced 
to any desired frequency for driving a clock: for 
e xample, one thousand cycles or 50 cye les. 

Frequency -discriminator or servo-mechanism con- 
trol circuits for atomic clocks might be developed in 
many different forms. The electronic control circuit 
in the present atomic clock ° is one successful form of 
several being developed by the National Bureau of 


> Microwave frequency standards, Harold Lyons, Phys. Rev. 74, 1203, 
(1948). This includes the first discussion of the atomic clock, presented at 
the meeting of the American Physical Society in Washington, D. C., on April 
30, 1948. 
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The NBS atomic clock, which is controlled by a constant freqierives 
rives its fundamental driving signal from a 100-kilocycle quastal os 
monic generator multiply this signal up to microwave frequé@nd p: 
The frequency of these signals is then compared with the ant frequ 
control link. After the microwave signal is exactly tuned tofequenc 
oscillator will cause the discriminator to send an “error sig@tk to 
The crystal oscillator is thus locked to the invariant frequenthe am 
synchronous-motor clock, first reducing the stabilized 100-kisignal 








1 Standards. It is now being refined to give even 
r greater timekeeping accuracy. 

L The fundamental frequency signal generated by the 
: | 100-kilocycle oscillator is first multiplied up to 270 
. megacycles per second (abbreviated Mc) by a fre- 


quency-multiplying chain using standard low-frequency 
tubes. In the next step, the multiplying chain is con- 
tinued up to 2.970 Mc by means of a frequency-multi- 
plying klystron, which is also modulated by an FM 
oscillator generating a signal at 13.8+0.12 Mc. This 
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r makes the ‘frequency v-modulated output of the klystron 
After further amplification, the fre- 
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rant freqilerived from a microwave absorption line of ammonia gas, de- 
cycle quastal oscillator (lower left). Frequency multipliers and har- 
ve frequ@nd provide output signals throughout the microwave range. 
h the ant frequency standard by frequency-discriminator circuits in the 
tuned tofequency of the spectrum line, any drift in the quartz-crystal 
rror sig&tk to the oscillator, maintaining it at the proper frequency. 
frequenthe ammonia line. A frequency divider chain then drives a 
d 100-kisignal to the clock frequency. 








quency-modulated signal is multiplied in a silicon erys- 
tal rectifier to 23.870.4+0.96 Me, and fed to the 
ammonia absorption cell. As the frequency of this 
modulated control signal sweeps across the absorption 
line frequency of the ammonia vapor, the signal reach- 
ing the silicon crystal detector at the end of the ¢ absorp- 
tion cell dips because of the absorption, thus giving a 
negative output pulse.® 

A second pulse is generated when the output of the 
frequency-modulated oscillator at 13.8+0.12 Me is fed 
to a mixer (or radio receiver) into which is also fed 
a 12.5-Me signal from the quartz-crystal multiplying 
chain. When the signal sweeps across the proper fre- 
quency to be tuned in (12.5 Me plus the 1.39-Me inter- 
mediate frequency of the receiver, or 13.89 Me). an 
output pulse is generated. The time interval between 
the two pulses—that from the absorption cell, caused 
by the absorption line, and that from the receiver or 
mixer—is a measure of the degree to which the fre- 
quency-multipiying chain is tuned to the absorption 
line. The two pulses can therefore be made to control 
a discriminator circuit that will give zero output when 
the time interval is right (that is, when the circuit is 
tuned to the absorption line) and will generate a con- 
trol signal when the time interval is wrong. If the 
quartz-crystal oscillator drifts in frequency to higher 
values, the time interval between the two pulses in- 
creases; for frequencies that are too low, the interval 
decreases. The control signals thus generated are fed 
to a reactance tube, which then forces the quartz-crystal 
circuit to oscillate at the correct frequency to tune to 
the absorption line. The quartz-crystal oscillator is 
thus locked to the ammonia line. Frequency dividers 
then divide the precise 100-kilocycle signals down to 
50 cycles to drive an ordinary syne hronous-motor clock, 
and also down to 1.000 cycles to drive a special syn- 
chronous-motor clock, which is designed for exact ad- 
justment and comparison with astronomical time to 
within 0.005 second. 

Control of the quartz-crystal circuit depends on the 
relative duration of the positive and negative portions 
of a square-wave signal generated by the discriminator. 
In the discriminator, the two pulses between which the 
time interval is to be measured turn a trigger circuit or 
square-wave generator on and off. When the time in- 
terval is correct, the on-off cycle generates no output 
signal from the positive and negative peak detectors 
driven by the square-wave signal. The detectors or 
rectifiers draw current on the positive and negative 
peaks of the square wave. but when the positive and 
negative portions of the square wave are of equal dura- 
tion. they balance and give no direct-current output. 
However, if the time interval between the two input 
driving pulses gets longer or shorter. the relative dura- 
tion of the positive and negative parts of the square wave 
so that a resultant direct-current output is 
generated. This output is positive or negative, depend- 
ing on the change in the time interval. 


changes, 


Thus. no con- 


® Somewhat similar pulse « re firs ed in a stabilized klystror 
scillator by Dr. W. D. Hershberger of the RCA Laboratories, Prineetor 
Such an application is fortunately simpler than the application to an ator 
lock. which must work with much lower signal levels. 











trol voltage is generated when the quartz-crystal oscilla- 

tor is on the proper frequency to agree, through the 
frequency-multiplying chain, with the ammonia line; 
but a positive or negative control voltage is produced 
for correcting the oscillator circuit when it drifts one 
way or the other from its proper value. 

Recording equipment and a frequency meter are used 
in chec king the accuracy of the clock. For this pur- 
pose, the fre -quency of the clock’s ¢ rystal oscillator is 
compared to the frequency of the Bureau’s primary fre- 
quency standards, a group of precision, 100-kilocycle 
quartz-crystal oscillators calibrated in terms of the U.S. 
Naval Observatory time signals. These oscillators 
maintain constant frequency with respect to each other 
to an accuracy of | part in a billion for intervals up to 
10 hours, and better than 1 part in 100 million per day. 
They can therefore be used to measure the constancy 
of the atomic clock to this accuracy. This is done by 
beating the signals from the two sources together at a 
frequency of 12.5 Me to obtain greater measurement 
sensitivity. A change of 1 cycle per second in the fre- 
quency of the beat note. as recorde d on the freque ney 
indicates a fre- 


meter or on an automatic recorder. 
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The new NBS atomic clock is completely contained in a 
single unit with the electronic equipment housed in a 
standard rack cabinet and the waveguide absorption cell 
wound in a spiral around a 50-cycle synchronous clock 
(top). 


quency variation of 1 part in 12.5 million. In recent 
tests the clock maintained a constancy of one part in 
ten million for several hours. These tests show that 
the clock will lock accurately to the ammonia line even 
when a perturbing signal is applied to the reactance 
tube in the attempt to force the clock to change its rate. 


Ultimate Accuracy 


The ultimate accuracy of an atomic clock depends on 
many factors, of which the most important are those 
governing the width of the spectrum line. Spectrum 
lines are not infinitely narrow but have a finite width 
covering a considerable frequency range, since atoms or 
molecules do not emit or absorb radiation at only one 
frequency but rather over a narrow band of frequencies. 
The ratio of a line frequency to its width at the half- 
power points is called the Q of the line, in analogy to 
the Q (quality) factor of resonant circuits used in 
standard radio technique. The Q is a measure of the 
sharpness of the line and therefore determines its use- 
fulness as an accurate frequency and time standard. 

In the case of ammonia, the natural line width deter- 
mined by the uncertainty principle of quantum me- 
chanics gives a Q of about 10" (a billion billion). 
If a line width were determined only by the natural 
life of an excited state in the ammonia molecule, giving 
a Q of 10**, frequency and time could be determined 
to better than 1 part in a billion billion (1,000,000,000,- 
000,000,000). However, the line is broadened by other 
factors that lower the Q to a value of from 50,000 to 
500,000, depending on the temperature and pressure 
of the gas. This may be compared to Q values of 
roughly 50,000 for a good cavity resonator in a micro- 
wave circuit and values of 1,000,000 or so for the best 
quartz crystals. The ammonia spectrum line thus has a 
Q approximating that of the best quartz crystals, 
though much more constant and stable. 

The ammonia molecules in the absorption cell are 
moving rapidly in random thermal motion at an aver- 
age speed of almost 2.000 feet per second at room tem- 
perature. When a gas molecule in an absorption cell 
is approaching or receding from the source of an 
electromagnetic wave because of its heat motion, its ab- 
sorption fre ‘quency is different from that which it would 
have if it were standing still. This gives rise to a 

“Doppler broadening” of the absorption line, analo- 
gous to the change in pitch of sound as its source ap- 
proaches, passes, and leaves an observer. Thus, the 
line width can be reduced slightly by lowering the tem- 
perature of the gas (or by using a heavier molecule) . 
Doppler broadening lowers the Q of the ammonia line 
to about 330,000 at room temperatures. 

Molecular collisions also broaden the absorption line. 
This broadening occurs because the collisions abruptly 
terminate the absorption process, causing the molecules 
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While the NBS atomic clock is in operation, the monitor- 
ing oscilloscope continuously displays a trace of the 3,3- 
absorption line of ammonia. The symmetric output 
pulse is produced by absorption of the FM control signal 
as it sweeps across the natural absorption-line frequency 
of the ammonia gas. 


to absorb wave trains whose lengths vary in a random 
way determined by the distribution of time intervals 
between collisions. A frequency analysis of these wave 
trains shows a corresponding random distribution of 
absorbed frequencies, all centering about a mean value 
determined by the number of collisions per second. In 
ammonia gas at a pressure of 10 microns there are 
about 120,000 collisions per second, giving an experi- 
mentally measured Q of 45,000 for the absorption line 
used. (This is the line known to spectroscopists as 
the 3,3 line, for which the quantum numbers Jand K 
are each equal to 3.) 

Actually, there are more collisions effectively inter- 
rupting the absorption process in ammonia than the 
kinetic theory of gases would indicate. Further broad- 
ening of the line results from collisions of the molecules 
with the walls. and even near misses between mole- 
cules cause interaction strong enough to interrupt 
absorption. The number of collisions per second, and 
thus the collision broadening, can be reduced by lower- 
ing the gas pressure. This. process. if not carried too 
far. does not reduce absorption in the gas. because the 
decrease in number of molecules absorbing energy is 
offset by the increase in absorption per molecule result- 
ing from the increase in Q. However. when the pres- 
sure is reduced too much, a phenomenon known as 
saturation of the line sets in. caused by an excess of 
radiation. Too few molecules are then left in the 
proper energy states to absorb the microwave radiation 
coming into the cell. Many molecules. which nor- 
mally would be in the proper energy state to absorb the 
incoming radiation, are in an excited state as a result 
of previous absorption. Eventually these molecules 
will emit the quanta that they have absorbed, returning 
to the normal level where absorption is again possib le. 
However. as this process is slow, the molecule usually 
returns to the ground level in a collision with another 
molecule, converting the absorbed radiation into heat. 
\s the gas pressure is lowered, the number of collisions 
is greatly reduced, and not enough molecules return 
to ground levels. The excessive incoming radiation 
then weakens and broadens the absorption line through 
saturation. 

Saturation can be eliminated by reducing the strength 
of the incoming radiation. However. as the gas pres- 
sure and radiation intensity are both lowered. a condi- 
tion will finally be met for which the signal strength 
will be down in the natural electrical noise level of the 
circuits used to detect the signal. Circuit noise then 
sets the ultimate limitation on the reduction of collision 
and saturation broadening. It is estimated that a Q 
of 300,000 to 400,000 can be attained at pressures of 
about 1 micron, still 
natural line width. 


long way from the Q of the 
\ssuming that effective Q values 
of 400,000 can be obtained with ammonia, an accuracy 





of 1 part in 100 million or better should be possible, 
since a measurement of the center of the absorption line 
to within 1/250 of the width of the line could be made. 


Applications and Significance 


Improvement - the accuracy of the atomic clock will 
make it useful in several fields of pure and ap plied 
science. The sail of the mean solar day, used in 
astronomical measurements, fluctuate as much as | part 
in 20 to 30 million, because of variations in the rate of 
rotation of the earth on its axis. The variation in 
present time standards, due to these fluctuations, causes 
errors in the location of heavenly bodies and in studies 
of their orbits and motions. The atomic clock offers 
the possibility of an invariant master clock against 
which the variation in the earth's time-keeping could 
be measured. An absorption cell on an atomic clock 
could, for some purposes, take the place of an astronom- 
ical observatory. 

Broadcasts of standard frequency are of importance 

n keeping all kinds of radio, radar. and electronic 
equips nt properly tuned throughout the world. This 
service is required in international transportation and 
communications so that, for example. an airplane with 
radio-navigational equipment wiil be using the right 
frequency wherever it is in the world and whatever air- 
port it is using. At present. the Bureau’s radio station, 
WWYV. broadcasts standard frequency and time signals 
on several transmitter frequencies to all the world. 
The Navy Department also uses quartz-crystal clocks to 
broadcast time signals for navigational purposes. 
These quartz-c rystal clocks drift slightly in frequency 
and have to be adjusted to keep them in agreement 
with the basic astronomical time signals. Clocks of 
this type could be kept constant automatically by means 
of absorption lines. 

Maintenance of transmitter frequency to within close 
limits is also necessary to utilize the available radio 
spectrum efficiently. The use of long-distance standard 
frequency broadcasts is complicate -d by a large reduction 
in accuracy due to ionospheric effects. long dis- 
tance. short-wave signal travels around the earth by 
reflection from the upper ionized regions of the at- 
mosphere, known as the ionosphere. Every morning 
at sunrise the ionosphere moves downward, and every 
evening at sunset it rises. This daily variation in 
height causes a Doppler shift of the frequency of the 
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The quantum transition by which the ammonia molecule 
(top), absorbing energy at one sharply defined frequency, 
can turn itself inside out is illustrated in classical terms 


by the schematic diagram (below). An absorption line 
produced by such a transition serves as the frequency 
control for the NBS atomic clock. 


reflected wave and, together with other as yet unknown 

causes, is responsib le for a reduction by a factor of 
25 or more in the accuracy of the frequency of the 
received signal. Thus. the Bureau’s standard-fre- 
quency broadcast agrees with astronomical time signals 
to 1 part in 100 million at the transmitter but may be 
known to only | part in 4 million after transmission over 
long distances. This difficulty can be partly overcome 
in several ways. One is the provision of a local, precise 
frequency standard calibrated by means of received 
standard time signals also transmitted by radio. How- 
ever, this process, which requires a day or more, com- 
plicates the equivalent problem and _ introduces 
additional errors, making impractical the use of 
standard-frequency broadcasts for instantaneous or 
continuous frequency calibrations of the 
precision. 

At the most recent International Radio Conference 
held in Atlantic City in 1947, plans were formulated 
to provide standard-frequency and time breadcasts 
from many stations located to render good service 
throughout the word. These services may be im- 
proved or simplified by means of atomic clocks and 
frequency standards. Such clocks could control the 
standard-frequency emissions of the various stations 
without checking and monitoring by astronomical time 
signals. The Doppler frequency shifts could then be 
eliminated by limiting transmission distances to short 
ranges. Also. equipment anywhere in the world could 
be checked against an absorption line with the certainty 
of obtaining a precision calibration against an absolute 
standard and_ without 
frequency broadcast. 


highest 


depending on a_ standard- 

One advantage of the rotating earth as the basic time- 
keeper is that it never stops rotating or breaks down. 
Likewise. any man-made clock must not break down 
but must be kept running forever if it is to keep track 
of time from some arbitrary instant chosen as a start- 
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ing point. With the present quartz-crystal clocks, this 
difficulty is met by using a large number of similar 
clocks constantly intercompared so that breakdown of 
one does not mean a loss of timekeeping records. Al- 
though this procedure could alse be used with atomic 
clocks, it would not be necessary for use of the clock 
as a frequency standard or for defining a standard 
of time intervals, since these applications do not require 
continuous operation of the atomic clock. 

The atomic clock should permit improvement in 
astronomical time standards in a way impossible with 
electric-pendulum or quartz-crystal clocks. It thus 
opens the possibility of improving the precision of 
knowledge of the length of the year, that is, the time 
it takes the earth to revolve once in its orbit around 
the sun. This is independent of the time it takes the 
earth to rotate once on its axis, the mean solar day. 
Measurements could then determine whether the mean 
sidereal year is more constant than the mean solar day, 
as some astronomers believe may be the case. 

Although the use of atomic time presents advantages 
in many fields of science, it will always be necessary 
for some purposes to have astronomical time standards. 
This is because the pointing of a telescope depends on 
the orientation of the earth at the instant of observation, 
in other words, on astronomical time measurements that 
derive from the motion of the earth. 


The NBS Program and Microwave Spectroscopy 


The atomic clock program is being carried on at the 
Bureau along several different lines. Among these is a 
project being developed with the cooperation of the 
atomic beam laboratory of Columbia Unive rsity, which 
may result in greatly improved accuracy. In_ this 
method, quantum transitions in beams of atoms such as 
cesium will be used to establish frequency and time 
standards. The broadening of the lines by collisions 
and Doppler effect is large ly eliminated in this method 
so that the potential — is increased by a factor 
of 10 to 100 or more. Calculations show that an ulti- 
mate accuracy of 1 part in 10 billion may be reached. 
The atomic beam is again used in conjunction with a 
quartz-crystal ose ‘illator and frequency-multiplier 
system, just as in the present method using an absorp- 
tion cell. 

The chemical analysis of many heavy molecules by 
means of a microwave spectroscope has been carried out 
by many investigators. This makes it highly desirable 
to place frequency standards on an atomic basis at an 
early date, in order that better precision can be obtained 
in the measurement of molecular constants. More and 
more chemicals will be analyzed as the technique is 
pushed to higher and higher frequencies in the micro- 
wave region. Spectroscopic analysis has hitherto been 
dependent on infrared, optical, and ultraviolet methods, 
which for the most part are limited to work on atoms 
and the simpler molecules. However, a large part of 
medical and industrial chemistry requires analysis of 
large, complicated molecules. The heavy molecules, 
rotating at slower rates, usually have spectrum lines in 
the microwave region so that the recent advances in 
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microwave measurement technique now provide highly 
accurate methods for the study of molecular constitu- 
tion. Such large molecules are principally involved 
in the fields of high polymers, plastics. rubber, textiles, 
oil, foods, drugs, and biological chemicals such as 
vitamins. 





















which an applied electric field can force a molecule to 
change its frequency. 

Stable oscillators for controlling high-frequency 
transmitters can be made by using a me thod similar to 
that in the present atomic clock. Here a discriminator 
or servo circuit locks the transmitter to a spectrum line 





Stable isotopes that are now available from the through a control signal generated by the servo when- 
Atomic Energy Commission are being widely applied ever the frequency drifts. However, it would be ad- 
, in industry and medicine, and it is becoming important vantageous to eliminate the servo or discriminator and 
to have quick. accurate instruments for measurements develop an atomic oscillator in which the absorption line 
of the kind and quantity of isotopes present in a sample. would directly determine the frequency of the oscillator 
, Isotopic identification is not possible by ordinary chem- or transmitter. This would be analogous to a low- 
f ical methods, which deal only with the outer parts of frequency quartz-crystal oscillator and make possible 
. an atom or molecule and not with the nucleus. The many new applications to microwave radio systems. 
j microwave spectrometer, having a resolution up to Dr. Harold Lyons, in recent work at the Bureau. has 
: 100,000 times greater than an infrared spectroscope. designed circuits of this type for use in transmitter 
will be able to make measurements on minute isotopic control and for making an atomic clock and frequency 
‘ samples, and it can be built to do this quickly and ac- standard without using discriminator circuits. In 
curately with automatic, all-electronic components. this method, the atomic-oscillator frequency is reduced 
3 One of the most important applications of quartz by means of frequency dividers, but no quartz-crystal- 
m crystals is to the frequency-contro] of transmitters and driven frequency- -multiplying chain is used. as in the 
. filters used in radio equipment, both military and present clock, nor is any servo circuit nn The 
civilian. If these transmitters varied in frequency. circuit is that of a feedback oscillator in which feed- 
D radio and television sets would constantly have to be back is obtained for the amplifier through magic 
. retuned, and much ‘interference betwee n adjacent tee only at the absorption-line frequency. The tee is 
t channel transmitters would also result. Telephone balanced at other freque ncies, but the absorption oc- 
companies operate carrier telephone circuits in which curring at the resonance frequency of the line unbal- 
large numbers of simultaneous messages are transmitted ances it and allows the signal to be passed through so 
over the same cable and are separated by means of that the amplifier oscillates. This circuit requires a 
y crystal filters. Similar needs are met in microwave microwave amplifier at the frequency of the absorption 
relay networks used for simultaneous communications, line. Such amplifiers have been built. but are not yet 
@ television, and FM broadcasting. At the higher fre- commercially available, at 24,000 Me where the 
. quencies, which are inaccessible to crystal oscillators ammonia lines are found. 
h or filters, the need for frequency-control equipment is Meanwhile, an exact equivalent of this circuit has 
; urgent. Here atomic oséillators and spectrum lines been set up at 3,000 Mc, where amplifiers are now avail- 
om used as filters would give the necessary frequency con- able. This circuit uses a resonant cavity in an equiva- 
a trol and stability. A “filter would consist of a cell filled lent circuit of the absorption line. As the oscillator 
“a with a gas that would absorb many different frequen- has functioned satisfactorily. an atte mpt is being made 
"4 cies. A band- pass rather than a band-stop filter can to find suitable absorption lines in the 3.000-Mc region. 
a also be made by means of additional microwave This involves a search for the lines of deuterated am- 
+s] components called magic tees. Such filters could be monia, in which some of the hydrogen atoms in the 
1 electrically tuned by making use of the Stark effect, in ammonia molecules have been replace -d by heavy hydro- 
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of Atomic oscillators for frequency-control applications in the microwave region, where quartz-crystal oscillators can- 
of not be used, are now being developed in the Bureau’s microwave standards laboratory. One such oscillator, for use 
les, in transmitter control and for making atomic clocks and frequency standards without using discriminator circuits, 
in employs a waveguide assembly known as the magic tee, in which feedback to the microwave amplifier occurs only 
i. at the resonant frequency of the gas in the absorption cell. 
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gen (deuterium) atoms. The heavier deuterated am- 
monia will give lines at lower frequencies than ordinary 
ammonia. For example. when all three hydrogen 
atoms have deuterium atoms substituted for them, the 
frequency will go down to approximately 1,200 Me. 
The Bureau plans to construct a magic-tee atomic oscil- 
lator using the lower-frequency ammonia lines. An- 
other atomic oscillator to be constructed at the Bureau 
will be similar to the magic-tee type but will use a six- 
arm waveguide bridge to control the feedback of the 
amplifier. This circuit should largely eliminate possi- 
ble effects of the external circuits on the frequency of 
the oscillator. Thus, the oscillator. controlled by the 
absorption line alone, should be especially suitab le for 
primary atomic clocks and frequency standards. 
ae circuits at low frequencies, using quartz 
crystals in ordinary bridges, have become the most 
precise sania crystal ose illators so far constructed. 
The relative merits of the magic-tee and bridge circuits 
are being investigated. 

The atomic clock may eventually be used to improve 
the standard frequency and time broadcasts of the Na- 
tional Bureau of Standards. both from Station WW\ 
and the Bureau’s new station in Hawaii. WWVH. ‘This 
could be done by monitoring the present quartz-crystal 
clocks with an atomic clock and would be especially 


useful at the Hawaiian transmitter. A precise atomic 


clock would give the Bureau a time standard analogous 
to the Bureau’s new atomic standard of length provided 
by the invariant wavele nth of the light from a single 
mercury isotope (Hg'®* 

The goal of using anuiln lines of individual, iso- 
lated atoms in a field-free space to establish time and 
frequency standards is most nearly attained in the 
method using quantum transitions in atomic beams. 
Both this method and the method using absorption cells 
stem from the application of atomic physics to practical 
problems. In fact, quantum mechanics must be used 
to calculate and design the necessary apparatus, and the 
absorption by ammonia gas is a typical quantum me- 
chanical effect incapable of explanation by classical 
physics. The ammonia molecule, structurally like a 
pyramid with the three hydrogen atoms forming the 
triangular base and the nitrogen atom at the apex, con- 
tinually turns itself inside-out, giving rise to a quantum- 
mechanical resonance absorption. The atomic clock is 
thus another example of the importance of atomic 
physics to engineering. The overlapping of the fields 
of electronics and microwave physics may well provide 
a new technique for opening up the millimeter-wave- 
length bands above the region where ordinary micro- 
wave methods are applic sab le and below the region of 
optical me tthods. 
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